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CONFIDENTIAL 

PAGE 01 HONG K 14201 080227Z 
21 

ACTION SY-05 

INFO OCT-01 EA-07 ISO-OO FBO-02 OC-06 CCO-OO OCL-OO /021 W 

036198 

R 080146Z DEC 76 
FM AMCONSUL HONG KONG 
TO AMEMBASSY SEOUL 
INFO SECSTATE WASHDC 2974 
AMEMBASSY MANILA 
AMEMBASSY TOKYO 

CONFIDENTIAL HONG KONG 14201 

SEOUL FOR RSO FROM OIC/RTC: DEPT FOR A/SY/FO AND A/OC; 

MANILA FOR RCO AND ATO; TOKYO FOR TATUM 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: CCC VAULT DOOR INSTALLATION - SEOUL 

REF: SEOUL 9539 

1 . IN CONCERT WITH TSO/SEABEE SCHEDULE IN TOKYO, WILL ARRANGE 
VAULT DOOR INSTALLATION IN EARLY MAY. FIELD COMMITTMENTS WILL 
NOT PERMIT INSTALLATION BEFORE MID-FEBRUARY AND SEOUL WEATHER 
IS JUDGED TO BE TOO COLD TO ALLOW PROPER BONDING AND DRYING 
TIME FOR CONCRETE. 

2. TSO TATUM AND SEABEE CORRICK, WHO ARE CURRENTLY IN SEOUL, 

ARE REQUESTED TO REVIEW PROJECT WITH RSO AND MAKE ANY FURTHER 
RECOMMENDATIONS YOU DEEM NECESSARY TO START PROJECT IN MAY. 
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